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SMART TECHNOLOGY SOLUTIONS 


We are an loT-based solutions 
provider bringing you smart home 
automation systems with 
unmatched luxury. 


A B 0 U | | ің E What makes STS unique is that we have eliminated the 


need of using an additional hardware called “smart hub” for 
the devices. This gives the benefit of direct accessibility and 


use of any smart device without having to spend extra on 
additional hub. 


Our wide array of smart home devices brings a touch of 
finesse to your interiors. We complement your lifestyle by 
empowering you with full control at your fingertips with just a 
mobile app and remote accessibility of all devices over WiFi, 
ease of use, voice control with Amazon Echo and Google 
Home and energy conservation, which remain at the core of 
every STS product. 


SMART TECHNOLOGY SOLUTIONS 


According to reports, 65.9% of 
people worry that they've left the 
lights on, and nearly a quarter 
(23.9%) worry about this issue at 


H OW WE FIT? least once a day. 


Now that is a lot of accumulated anxiety! So, we found a 
solution. Why not add convenience, luxury, and state of the art 
Al technology, transforming the decades-old home automation 
set-up into a new and efficient all-inclusive, convalescent, 
disabled and elderly friendly system? Also, while we are on it, 
why not give it stunning looks as well? The end product of our 
quest is STS. 


Our Al powered line of smart home devices connect directly to 
Wi-Fi with no clutter or fuss about wires. We take pride in 
providing the best quality smart home solutions with seamless 
installation, cloud functionality and aesthetic design at an 
unparalleled price range. 


SMART TECHNOLOGY SOLUTIONS 


To become a key player in the 
middle east loT market by continuously 
striving towards enriching our 
VI S | 0 N smart home portfolio regularly 
with new products so that users 
can constantly enhance their 
smart home experience and 


improve their home management 
and productivity. 


We see ourselves being present owing to the ease of use of 
our products, easy installation, after-sales services and the 
fact that our products are 2-3 times more economically 
viable than the current products in the market. 


FEATURES: 


App control: Supports Smart life 
app remote control.(Android 4.4 
or newer and iOS 8.0 or newer). 


Voice control: Supports 
Amazon Alexa, Google home. 


Intelligent scene: Supports IFTTT 
and automation scene in app. 


Device sharing: Supports sharing 
to family members. 
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SMART TECHNOLOGY SOLUTIONS 


Smart Homes 
Our Smart Home Solution put us on the map as a 
market leader in Home Automation industry as being 
S 0 L UTI 0 N 6 the first to introduce automation technology luxury 
home market. Our Smart Home solutions for the 
residential market allow customers to control every 
aspect of a home including lighting, air conditioning, 
motorized curtains, security, irrigation, infra-red, 
multimedia, multi-room audio, and entertainment 
systems. The offered Smart Home system traverses 
beyond basic automation by providing complex logic 
scenarios, speech recognition, artificial intelligence, 
text-to-speech, and special concept designs which 
cater to specific customers that wish to have a unique 
solution locally and on a world-wide scale. 


» Smart Homes 


Enhance the uniqueness of your living spaces with smart devices which meet 
the essential requirements of comfort, safety and energy efficiency and let you 
to adapt your living environment to suit your mood. 


e Intelligent Office Space 


Elevate your workspace with technology and enjoy the maximum level of 
productivity with the comforting spaces and control of intelligent devices which 
understand your pattern of work and unravel the best in you. 


Hi-Tech Conference rooms/Auditoriums 


Make the best of your business meetings without any interference and have 
full control over the conference room at your fingertips. Manage the blinds, 
projector screens, temperature and more with the Smart App. 


» Smart Hotels 


Offer utmost luxury to your guests giving them the best in-room experience 
and driving the customer loyalty further with state-of-the art facilities and 
advanced automation in every space of your hotel. 


— 


e Enhanced Old age Homes 


Innovative products identify the unique needs of each individual residing in an 
old age home and serve those needs simultaneously by monitoring their 
patterns of use. This brings homely comfort to the elderly people and 
eliminates their need of excess movement. 


e Al-monitored Hospitals 


Empowering hospitals with artificial intelligence controlled devices to maximize 
the comfort and ease of patients and improve the effectiveness of hospital 

staff while using energy efficiently. The Smart App allows patients to have wire- 
less control over all aspects of their room at just one tap- temperature, 
lighting, etc. to perfectly suit their requirements. 


The potential usage of our current range of products is immense, taking you to 
the advanced level of intelligent spaces. The benefits are consistent across all 
solutions with one having the edge over the other in different scenarios. 


BENEFITS 


Seamless management of all your home devices from 
anywhere in the world, with just a mobile app over Wifi. 
The convenience increases like never before. 


Along with being energy and resource efficient, a 
smart home is also efficient in terms of (minimizing) 
user interaction. A smart home minimizes the effort 
required to do mundane tasks and eliminates the 
need to do simple and repetitive activities. Just Set it 
and Forget it. 


Enjoy the marvels of intelligent homes with STS. If 
we had to summarize the benefits of the smart 
home in one simple phrase, then it would be 
“improved quality of life“. 


Whilst the able-bodied people can perform any task 
independently, those with dexterity or mobility issues 
get a great benefit by using smart technology which 
eliminates their need to manually do things and 
increases their convenience, comfort and security, 
supporting the concept of ‘assisted living’. 


Advanced Security 


The smart devices ensure you can keep an eye 
on your loved ones and your home while you 
are away. The security in your absence is 
never compromised. 


Save energy, 
money & time 


Make your way towards a sustainable living and 
energy saving in the long run. With dimming 
capable smart bulbs only, you can extend the 
lifespan of the lamps by 20 times and reduce 
expenses by 40%. Imagine what can be done with 
a home wide system of connected appliances! 
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SMART TECHNOLOGY SOLUTIONS 


Added value to 
property 


With premium fittings and impressive 
aesthetics of intelligent homes, you can easily 
multiply the monetary value of your property. 
Smart homes have the potential to sell or rent 
for much more than the average conventional 
homes. Automating a home can be a superb 
investment in increasing its market value. 
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Responsibility 


we proudly sponsor many 
charitable organizations and 


Environmentally 
friendly 


cultural activities 


we help by employing disabled 


people. 
we joined the charity 


project “Good Angel“ 


we develop and produce energy saving 
devices 


iNELS system is an integral part of 


our employees have social 4 
passive and low-energy houses 


security protection and also we 


provide benefits to our workers production process without any negative 


: impact on the environment 
rewarding employees for 


successful, creative ideas 


cooperation with schools and 


we are involved in the system of sorted 
support for graduates 


waste collection EKOKOM and RETELA 


we participate in charity 
projects comply with the RoHS Directive and 


Lead free production 


Everything under one 


Research & 
development 


In the new R&D center, 

more than 30 engineers 
develop new products and 
extend the functionality 
of existing products Q 
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Support 


24 hours / 7 days / 360 
days we not only provide 
technical support but also 
logistics. 


www.elkoep.com 


roof 


Manufacturing 


modern antistatic spaces, 
2x fully automated SMD 
production lines, 2 shift 


operations 


personal access to more 
than 70 sales representatives 
in ELKO EP Holding 

provides impeccable services 
and superior products at 

an affordable price. 


Product groups 


Relays 


Time relays 

Latching relays 

Auxiliary relays 
Staircase switches 
Dimmers 

Thermostats 

Level switches 

Power supplies 
Monitoring voltage relays 
Monitoring current relays 


Lighting 


LED Bulbs 
LED Tube 

LED Panel 
LED Downlight 
LED Strips 
DALI control 
DMX control 


@ LOGUS?? 


Design lines / frame 
Sockets 

Switches and over-switches 
Pushbuttons 

Thermostats 


Motion detectors 


iNELS 
RF Control 


Transmitters 
Switching actuators 
Shutter actuators 
Dimming actuators 
Temperature actuators 
Analog actuators 
Smart Kits 


Apps 


iNELS 
BUS System 


Switching actuators 
Shutter actuators 
Dimming actuators 
Input units 
Converters 

Energy management 
Wall Controllers 
Apps 


©) Audio/Video 


A/V distribution 
Multimedia 

LARA 

Infra Red control 
Intercom/videophone 
Weather stations 


3rd parties devices & systems integration 
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(6-2 Епегау 
Management 

Solutions for existing buildings 

Solutions for new buildings 

Energy gateway 

Pulse converter 

Sensors 

Cloud 

Apps 


ЖУ iNELS Air 


Universal components 
Monitoring components 
Detectors 


Apps 


Smart City 


Smart Building 
Smart Traffic 
Smart Parking 
Smart Street Lights 
Smart Cameras 


Smart Home& 


Building solutions 


Apartment 
Wireless installation 
in an existing flat / 
apartment. 


Villa / House 


When technologies 
understand each other! 


Hotel 

First controller 
that guests can 
understand well. 


Future office 


Healthy, economical 
and efficient workspaces 


Commercial 
Eficient use of 


technologies and energy. 


Smart City 
iNELS as a way 

to effectively manage 
the city. 
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Smart City & iNELS Air 


Future Office 


K m" Real time indoor localization system 
gIhessystemgcontrollingeentryatoithesbuilding anchor 1 anchor 3 Functional, efficient, safe, connected smart 
and to the individual zones is a key factor that E cities. Headquarters, whose infrastructure 

2 Pr wem, ` , 

SHES EE 800 ЦЫ М9 helps to improve services that create places 
шш. шошо Control Seem, ia which allows better living and working envi- 2776) ç S 
puch as lighting; HVAC ERE ашпа agau pros ronments. Solutions to save and help people EE х 
vide the optimum working environment while В spend teri minutes less in E Vie? = 
Sinden Nana energy. anchor 2 та ig anchor 4 finding parking places. 
inels.com/futureoffice inels.com/smartcity 


SMART 
Locating people _ Access systems CAMERAS 
Measuring and 
Controls energy savings 
= ——F[,H SMART 
Reservation EE 
systems — Audio / Video 
SMART 
STREET 
LIGHTS 
Security systems 
SMART 
BUILDING 
Teleconferences | Ventilation 
Dashboard - Heat / Cold SMART 


PARKING 
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“nterra 4 - KNX Touch Panel 


\ Never goes out of style! 


Your home will never go out of style with Inter- 
ra 4's minimalistic, slim and timeless design 
with a 5mm screen thickness. Interra 4 touch 
panels are designed to control the entire smart 
building system from a single smart point. It 
con control complex systems such as switches, 
sensors, lighting, heating systems, camera, 
alarm systems, and many more from a central 
point. 


Its embedded home server provides mobile 
control and increases the comfort of your life 
with its user-friendly UI. Its timer feature allows 
you to create scheduled automation scenarios. 
Its 3 5A output relays and 3 inputs create an 
opportunity to be more flexible in the projects. 


Control Everything 

It allows you to control easily all daily routines of 

asmart building from lighting, blinds, personali- 

zed room scenes, time programs to room 
temperature, data from your weather station to be easily 
controlled by one device. 


Mobile Control 

Whether blinds, lights, heating, air conditioning, 

scenes, cameras or time programs, Interra 4 

Touch Panels provide full mobile control for ай 
the needs of asmart life by matching with our free 
InterraPro application which can be downloaded on App 
Store or Google Play. 


Concierge Services 

With Interra Concierge Server, add an extra value 

to your project by enabling site management to 

provide site management operations such as 
dues, announcements, invoices, messaging, and services such 


Os spa, taxi, valet, and dry cleaning. 


Intercom Services 

If you have an outdoor video station at your 
home, Interra 4 Touch Panel can be used as an 
indoor video station for controlling intercom 


services such os viewing the guests, communicating with 
them, opening the outdoors, getting notifications and many 
more. 
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*nterra 4 - KNX Touch Panel 


^iInterra 4 - KNX Touch Panel Series 


Interra 4 - 10.1” KNX Touch Panel - Android 


Product Code | Dimensions (WxHxD)| Notes 


ITR110-0104 | 345 x 232 x 36 mm Frames & Mounting Boxes are not 
included. 


Technical Details 


Display resolution: 1920 x 1080p @ 60 Hz Memory: 1GB DDR3 
CPU: ARM Cortex A7 Dual-Core 2 x 1.2GHz Storage: 8 GB EMMC 
Network: 100 Mbps Ethernet or USB WIFI 


Protection Class: IP 20 
Connectors: 3 Relay Outputs (5А) 8.3 Inputs Power Supply: 12 v DC 


Interra 4 - 7” KNX Touch Panel - Android 


Product | Dimensions (WxHxD)| Notes 

Code 
ІЕ107- 260 х 167x 36 mm | Frames & Mounting Boxes oe not 
0104 included. 


Technical Details 


Display resolution: 1920 x 1080p @ 60 Hz Memory: 1GB DDR3 
CPU: ARM Cortex A7 Dual-Core 2 x 1.2GHz Storage: 8 GB EMMC 
Network: 100 Mbps Ethernet or USB WIFI 


Protection Class: IP 20 
Connectors: 3 Relay Outputs (54) & 3 Inputs Power Supply: 12V DC 


^iInterra A - 10.1" Touch Panel Frames 


Interra 4 - 10.1" Touch Panel Frame - Black Acrylic 
Product Code | Dimensions (WxHxD)| Notes 


ITR110-0205| 345 x 34 x 2 mm Doesn't require a professional assembly. 


Interra 4 - 10.1" Touch Panel Frame - Black Aluminium 
Product Code | Dimensions (WxHxD)| ` Notes 


ITR110-0204| 345 x 34 x 2 mm Doesn't require a professional assembly. 


Interra 4 - 10.1" Touch Panel Frame - Si less Steel 
Product | Dimensions (WxHxD)| Notes 
Code 
ІТЕ1 10- 345 x 34 x 2 mm Doesn't require a professional assembly. 
0206 


Interra 4 - 10.1” Touch Panel Frame - Gold Plated Stainless Steel 


Product Code | Dimensions (WxHxD) Notes 


ITR110-0208| 345 x 34 x 2 mm Doesn't require a professional assembly. 
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`Interra 4 - KNX Touch Panel *iInterraPro Mobile Solutions 


SMART TECHNOLOGY SOLUTIONS 


^iInterra A - 7” Touch Panel Frames 


' 73 »InterraPro Application 
Interra 4 - 7" Touch Panel Frame - Black Acrylic With the free Mobile and Smart Watch 
Product Dimensions (WxHxD)| ` Notes application developed by Interra 


Code engineers, your home is at your fingertips 
wherever you are! By downloading 
InterraPro application and matching it 
with your Touch Panel, you can quickly 
and easily control your home from your 
mobile phone or smart watch. 


ITRI07- 360 x 28 x 2 mm Doesn't require a professional assembly. 
0202 


Interra 4 - 7” Touch Panel Frame - Black Aluminium 


Product Code} Dimensions (WxHxD) Notes 


w— ITR107-0201 | 360 x 28 x 2 mm | Doesn't require a professional assembly. 


Did it rain when you left the house? 


Interra 4 - 7” Touch Panel Frame - Stainless Steel Not sure if you forgot windows open? 


Product | Dimensions (WxHxD)| Notes 
Code 


Does your house feel stufy when you 
come in the evening2 


ITR107- 360 x 28 x 2 mm Doesn't require a professional assembly. 
0203 
Whot would it be like if the living room 


Interra 4 - 7” Touch Panel Frame - Gold Plated Stainless Steel 
was ventilated naturally before you 


Product Dimensions (WxHxD)| Notes arrived? 

Code 
ITR107- 360 x 28 x 2 mm | Doesn't require a professional assembly. We remove all these questions from your 
0208 


life with Interra Mobile smart home 
solutions. 


^iInterra 4 - Touch Panel Flush Mounting Boxes 


Lt 


апэзо> 


Interra 4 - 10.1” Touch Panel Flush Mounting Box 


Product Code Dimensions Notes 
(WxHxD) 

ITR110- 330 x 195 x 68.5 Requires a professional assembly. 

9004 mm 


Your home ` 
Interra 4 - 7” Touch Panel Flush Mounting Box | S О П e "E C | | G k . 
T ee away with 
InterraPro 
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5 Interra 17+ - KNX Touch Panel : 
\Interra i7+ - KNX Touch Panel SMART TECHNOLOGY SOLUTIONS 


125mm 


*iUnique elegance and design 
^iInterra 17+ - KNX Touch Panel Series 


Interra i7* is increasing the quality and the 
comfort of the living spaces with its unique 
elegance and vertical design. It's а great choice 
for whom like minimalistic but powerful produ- 
cts. With the 5mm screen thickness and small 
frames, i7+ is one of the best options for those 


who are looking for modern and stylish living 


210m 


Interra 17+ - 7" KNX Touch Panel - Android 


spaces. Product | Dimensions(WxHxD)| Notes 
Code 
OC | 170 х 65 x 90 mm | Frames & Mounting Boxes are not 
: 0002 included. 
Control Everything Technical Details 
It allows you to control easily all daily routines of 
Display resolution: 1920 x 1080p @ 60 Hz 108 DDR3 
азтай building from lighting, binds, personali- CPU: ARM Cortex A7 Dual-Core 2 x 1.2GHz Storage: 8 GB EMMC 
zed room scenes, time programs to room Network: 100 Mbps Ethernet or USB WIFI Protection Class: IP 20 
temperature, data from your weather station to be easily Connectors: 3 Relay Outputs (5A) & 3 Inputs Power Supply: 12 V DC 


controlled by one device. 


Concierge Services 
With Interra Concierge Server, add an extra 
` " 
value to your project by enabling site manage- ^iInterra 17+ - 7" Touch Panel Frames 
ment to provide site management operotions 
such os dues, announcements, invoices, messaging, and 


services such as spa, taxi, valet, and dry cleaning. 


Interra i7+ - 7" Touch Panel Frame - Black Acrylic 


ИШЕ э [Diversions x -- | 


ITR165-1002 | 170 x 19 х 1 mm | Frame is unremovable. 


Mobile Control 

whether blinds, lights, heating, air conditioning, 
scenes, cameras or time programs, Interra 4 
Touch Panels provide full mobile control for all 


Intercom Services 

If you have an outdoor video station at your 
home, Interra 4 Touch Panel can be used as an 
indoor video station for controlling intercom 


ihe needs of a smart life by matching with our free services such as viewing the guests, communicating with 
InterraPro application which can be downloaded on App them, opening the outdoors, getting notifications and many 
Store or Google Play. more 


\ Interra 17+ - 7" Touch Panel Flush Mounting Boxes 


Interra i7+ - 7" Touch Panel Metal Flush Mouting Box 


Product | Dimensions (WxHxD)| Notes 

Code 

OC | 116 x 201 x 65 mm | Require a professional assembly. 
9005 


*iInterra Just Touch 


отт 


отт 


"Dreams switch to a reality 


Interra Just Touch is anew generation thermos- 
tatic touch controller supporting up to 48 cont- 
rol points with 6*1 pages. With its extremely 
slim 1 mm high-quality glass capacitive full 
touch screen, and 8 touch buttons, it's one of 
the finest and thinnest switches in its class. It 
comes with pure black and pure white color 
finishes including its plastic parts and can cont- 
rol everything in aroom that you can imagine. 


With all these features, it provides great flexibi- 
lity in terms of room controlling and architectu- 
ral design and provides eficient solutions for 
residential homes or commercial applications 
such as hotel rooms, ofices, and medical prac- 
tices. Its user-friendly design makes smart buil- 
dings more easier to control and removes the 
complexity from your life. All you need is one 
simple touch to activate anything. 


New Generation Thermostatic KNX Touch Switch Series 


Special Thermostat Page 


Interra Just Touch hos a special 
thermostat page to control any 
heating, cooling, ventilation, or air 
ning systems. It also shows 
rees of the room through its 
ture and humidity sensor on 


Interra Just perfect 
lighting con and it has 
functions lighting 
controls such as on/of, dimming, 
RGB control, and tunable while 
control 


Up to 48 Control Points 


Interra Just Touch can be program- 
med to control up to 48 control 
points and these control points can 
be organized in its 6+1 diferent page 
options. 


Premium Hotel Applications 


Interra Just Touch is a premium bedsi- 
de unit and a perfect solution for 
hotel room арр ns with its 
minimalistic design and DND/MUR 
control page. 
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N Interra Just Touch 


“Interra Just Touch Series 


Interra Just Touch with Touch Screen - Black Glass 


Product Code | Dimensions (WxHxD)| ^ Notes 


ITR328-1101 90 x 90 x 37 mm | Mounting accessories ore included in the 


box. 


Technical Details 


Temperature Sensor: 40.29 C Sensitivity Consumption: 20 mA 
Humidity Sensor: +2 %RH Sensitivity Power Supply: KNX Bus 
Display: 320 RGB x 480 Dots TFT LCD CX Mode: S-Mode 
Material: PC-ABS + Touch Layer Protection Class: IP 20 


Interra Just Touch with Touch Screen - White Glass 


Product Code | Dimensions (WxHxD)| ^ Notes 


ITR328-1102 | 90 x 90 x 37 mm | Mounting accessories ore included in the 
box 


Technical Details 


Temperature Sensor: +0.2° CSensitivity Consumption: 20 mA 
Humidity Sensor: +2 %RH Sensitivity Power Supply: KNX Bus 
Display: 320 RGB x 480 Dots TFT LCD CX Mode: S-Mode 
Material: PC-ABS * Touch Layer Protection Class: IP 20 


M 
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*iUInterra Pure Touch 


"Feel special every day 


Interra Pure Touch is q premium touch switch of 
Interra which is a perfect match for Just Touch 
projects. With its extremely slim 1mm high-qu- 
ality glass finish, and touch buttons, it's one of 
the finest and thinnest switches in its class. It 
comes with pure black and pure white color 
finishes including its plastic parts and with 2, 4, 
and 8 button options. It matches perfectly the 
Just Touch architectural design to create 
uniformity in projects. 


It performs the control of all functions required 
for building automation, such as switching, 
toggle, dimming, shutter/blinds, thermostat 
controls, scenes, value, 2 channels, and step 
switching mode features. Besides internal tem- 
perature and humidity sensors, with its bright- 
ness sensor, its feedback LEDs manage their 
own brightness level to be your indicator at 
night. 


90mm 


41! B 


me E 
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\Interra Pure Touch 


SMART TECHNOLOGY SOLUTIONS 


“Your Home, Your Imagination 
Interra Pure Touch reflects your lifestyle with 
its customizable design options. Choose any 
color or any pattern that makes your home 
special and unique. Let us create your 
exclusive switch with your specific icons and 
needs. 


Create 


КОШ 
own 
story 


та 
IS your 
magical 
living 
SPACE 


*ilnterra Pure Touch 


\Риге Touch Series 


Pure Touch - 2 Button Black Glass 


Product Code | Dimensions (WxHxD)| Notes 


18322-1301 | 90 x 90 x 37 mm | Fixing metal & screws are included in the 
box. 


Pure Touch - 4 Button Black Glass 
Product Code | Dimensions (WxHxD)| Notes 


ITR324-1301 | 90 x 90 x 37 mm | Fixing metal & screws are included in the 
box. 


Pure Touch - 8 Button Black Glass 


Product Code | Dimensions (WxHxD)| Notes 


ITR328-1301 | 90 x 90 x 37 mm | Fixing metal & screws are included in the 
box. 


Pure Touch - 2 Button White Glass 
Product Code | Dimensions (WxHxD)| Notes 


ITR322-1302| 90 x 90 x 37 mm Fixing metal & screws are included in the 
box. 


Pure Touch - 4 Button White Glass 
Product Code | Dimensions (WxHxD)| Notes 


ITR324- 90 x90 x 37 mm Fixing metal & screws are included in the 
1302 box. 


Pure Touch - 8 Button White Glass 
Product Code | Dimensions (WxHxD)| Notes 


ITR328-1302| 90 x 90 x 37 mm Fixing metal & screws are included in the 
box. 
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Rilnterra iSwitch 


‘Timeless design combined 
with functionality 


iSwitch, the legendary thermostatic KNX 
switch series of Interra takes attention with its 
clear straight lines and architecturally harmoni- 
ous and fascinating colors and materials. A 
perfect match to a modern style of living. 


iSwitch is more than a room controller with its 
temperature and humidity sensors and extre- 
mely powerful control and logic options. It 
comes with 8 diferent button options and it 
has 2 main models. One is a thermostat switch 
model that diferentiates itself with its LCD 
dimension from its competitors and the other 
one is a classic switch model without LCD. It 
performs the control of all functions required 
for building automation, such as switching, 
toggle, dimming, shutter/blinds, thermostat 
controls, scenes, value, 2 channels, and step 
switching mode features. 


Each push button is equipped with RGB LEDs 
with adjustable light intensity in blue/green or 
white/red color combinations for feedback or 
visualization, and the LCD models are equip- 
ped with VA-Display technology, which ensures 
low energy costs and good viewing angles. The 
LCD backlight can be automatically switched 
down while not using the device or changeable 
from the bus. 


Temperature values, humidity, and CO2 values 
can be switched between them with a defined 
time to see all diferent values in LCD. Also, 
there are 2 hidden push buttons with a short 
press and long press events, located up and 
down below the frame of the LCD which makes 
it aunique device to control all thermostat func- 
tions over LCD buttons. It gives great flexibility 
to the projects so other push buttons can be 
arranged for other controls. 


SMART TECHNOLOGY SOLUTIONS 
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*^iiSwitch - Gold Aluminium Eloxal Matt Brushed 


*iiSwitch - Natural Stainless Steel 


SMART TECHNOLOGY SOLUTIONS 
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iSwitch - Bronze Aluminium Eloxal Matt Brushed ееси Stainless Steel Antique Bronze 


iSwitch - Black Aluminium Eloxal Matt Brushed EEN 
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iSwitch - Natural Aluminium Eloxal Matt Brushed iSwitch - Matt White Plastic 


*iSwitch - Glossy White Plastic *iiSwitch - Anthracite Matt Plastic 


SMART TECHNOLOGY SOLUTIONS 


*iiSwitch - Jet Black Plastic *iiSwitch - Metalic Gray Plastic 
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*interra KNX Combo Actuators 
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*iiSwitch - Black Plexiglass 


SMART TECHNOLOGY SOLUTIONS 


One Device, Multiple Solutions 


Interra KNX Combo Switch Actuators are versatile 
control devices that allow a variety of configurati- 
ons such as lighting control, AC & DC motor cont- 
rol, or fan coil controls. They are intended to cover 
each automation requirement in a smart building 
for safe and eficient operations to guarantee 
increased comfort and versatility in residential and 
commercial applications. 


KNX communication enables information exchan- 
ges with KNX sensors, KNX Switches, or input 
devices and the integration with a building mana- 
gement system. Also, the manual control of the 
outputs is possible through the push buttons on 
the device. Combo actuators are fed from the KNX 
bus and configuration of the device is possible via 
ETS: 


Versatile Control Cost Eficiency 


One device for all needs. Thanks to its versatile c 


Wide Options 
Combo Actuators have wide 


[216] cutout options trom 4 


zo [24 | channels up to 24 channels 


по! 


Interra Combo Switch Асі options, Combo Actuators 


tors ore versatile provide cost eficiency for your 


devices that allow a variety of configurati- projects by using only one device for all which provides alot of advantages on 

ons such as lighting control, AC & DC your on/of output needs to control cost, and space-saving by using the 

motor control, or fan coil controls lighting, motors, or fan coil systems. right fit that suits your needs 
Lighting 


© AC Motor 


@ Fan Coil 2 Pipes 


Fan Coil 4 Pipes 


\Interra KNX Combo Actuators Rillnterra KNX Universal Dimmer Actuators 


SMART TECHNOLOGY SOLUTIONS 


^iInterra KNX Combo Actuator Series "Switch to calming ambiance 
Interra dimmers allow you to create a calm, ] I ШИН UI “ 
peaceful and romantic atmosphere іп your 1 11 h 
Interra KNX Combo Actuator - 4 Channel home with the perfect lighting. - = 
Product Code | Dimensions (Was HD) Notes Interra Universal Dimming Actuators have 4 ма 
ITR504- 105 x 90 x 64 mm Requires professional K NX instollotion diferent types of options as standard dimmer иш 
were and dimmer with inputs. 2 channels can gene- 
‘Technical Details: rate 300W and 4 channels can generate 250W бә as DO 22 он A 03 2» 
Current Consumption: Max. 20 mA Output Current: 16 A @250 V AC of output power from each channel and drive 
R, L, and C loads. It has temperature protection, " 
Intera KNX Combo Actuator- 8 Channel short circuit protection, error notification with 
channel LEDs, load presence detection, and - 
Product | Dimensions (WxHxD)| Notes load type detection. It is possible to program ] 
Code the device without 230 V supply voltage 
ITR508-0016 | 105x 90 x 64 mm Requires professional ENN installation PRY ge: k.p 
Technical Details 
Current Consumption: Max. 20 mA Output Current: 16 А @250 V AC 
Interra KNX Combo Actuator - 12 Channel Main Features 
Product | Dimensions (WxHxD)| Notes 
Code 
ITR512- 171 x 90 x 64 mm Requires professional ENN installation < Automatic load recognition by ETS configurations *Ability to work with 3-phase systems with separa- 
awe Details te phases and neutral connections for each channel 
Current Consumption: Max. 20 mA Output Current: 16 А @250 V AC RGB LED ctatuslindic olor foyedchichannel using digital inputs for channel control or sending 
* Manual control over the device telegrams to KNX bus 
Interra KNX Combo Actuator - 16 Channel 
Product Dimensions (WxHxD) Notes * Dividing the dim curve into 5 zones and adjusting “Ability to control dimmable LED retrofit lamps 
Code the dimming speed of each zone separately and dimmable compact fluorescent lamps, incan- 
TR516- 171 x 90 x 64 mm Requires professionol K NX instollotion descent lamps, low voltage, and high voltage 
0016 


* Ability to use analog inputs with resistive sensors halogen lamps, 


Technical Det: 


Current Consumption: Max. 20 mA Output Current: 16 А @250 V АС 


Interra KNX Combo Actuator - 20 Channel 


Product | Dimensions (WxHxD)| ` Notes 

Code 
ITR520- 246 x 90 х 64 mm | Requires professional KNX installation 
0016 


Technical Details 


Current Consumption: Max. 20 mA Output Current: 16 A @250 V AC 


Interra KNX Combo Actuator - 24 Channel 


Product | Dimensions (WxHxD)| ` Notes 
Code 
ITR524- 246 x 90 x 64 mm | Requires professional KNX installation 


0016 
Technical Details 


Current Consumption: Max. 20 mA Output Current: 16 А @250 V АС 
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*Interra KNX Universal Dimmer Actuators 


“KNA Universal Dimmer Actuator Series 


DS erm eN 


KNX Universal Dimmer Actuator - 2 Channel 
Product Code | Dimensions (WxHxD) 


118501- 
0002 


Technical Details 


Operating Voltage: 230 V AC +10% 
Operating Frequency: 50 Hz 
Ferromagnetic Transformer: 250VA 
Electronic Transformer: 300V А 


105 x 90 x 64 mm | Requires professional KNX installation 


Automatic Ch. Power: 300 W 
Inductive Ch. Power: 250W 
Digital Inputs: None 

Analog Inputs: None 


KNX Universal Dimmer Actuator - 2 Channel w/8 Digital, 2 Analog Inputs 


Product Code | Dimensions (WxHxD) 


ITR501-001 2] 105 x 90 x 64 mm | Requires professional KNX installation 


Technical Details 


Operating Voltage: 230 V AC +10% 
Operating Frequency: 50 Hz 
Ferromagnetic Transformer: 250VA 
Electronic Transformer: 300VA 


Automatic Ch. Power: 300 W 
Inductive Ch. Power: 250W 
Digital Inputs: 8 Inputs 
Analog Inputs: 2 Inputs 
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*iInterra KNX Ballast Controllers 


SMART TECHNOLOGY SOLUTIONS 


KNX Ballast Controller Series 


Interra KNX Ballast Controller - 4 Ch (0/1-10V DC) 


Interra 4 Channel KNX Ballast Controller supports 0-10У and 1-10V dimming per channel. It has 
embedded switching relays for 23 ECG/18W, 14 ECG/36W, П ECG/58W, or 23 ECG-T5/24W. Each 
channel ofers control voltage up to 23 electronic control gears. It adopts screw terminals to achieve 
electrical connection; the connection to the EIB/KNX bus is established via a bus connecting termi- 
nal. There is no additional voltage input. 


190000000 00000000 Interra KNX Ballast Controller - 4 Channel 16A (0/1-10V DC) 


Product Dimensions (WxHxD)| Notes 

Code 

ITR500- 144x 90 x 66 mm For fluorescent lamp, mox. current: 10 
0003 A/250 


Technical Details 
Output Voltage: 100 mA @ 1-10V DC 


> Switch Current: 16A / 250 V AC 


KNX Universal Dimmer Actuator - 4 Channel 
Product Code | Dimensions (WxHxD)| Notes 


ІТЕ501- 
0004 


Technical Details 


Operating Voltage: 230 V АС +10% 
Operating Frequency: 50 Hz 
Ferromagnetic Transformer: 200VA 
Electronic Transformer: 250УА 


105 x 90 x 64 mm | Requires professional KNX installation 


Automatic Ch. Power: 250 W 
Inductive Ch. Power: 200W 
Digital Inputs: None 

Analog Inputs: None 


KNX Universal Dimmer Actuator - 4 Channel w/8 Digital, 2 Analog Inputs 


Product Code | Dimensions (WxHxD) 


ITR501-001 4| 105 x 90 x 64 mm | Requires professional KNX installation 


Technical Details 


Operating Voltage: 230 V AC +10% 
Operating Frequency: 50 Hz 
Ferromagnetic Transformer: 200VA 
Electronic Transformer: 250УА 


Automatic Ch. Power: 250 W 
Inductive Ch. Power: 200W 
Digital Inputs: 8 Inputs 
Analog Inputs: 2 Inputs 


Interra KNX Ballast Controller - 6 Ch (0/1-10V DC) 


Interra 6 Channel KNX Ballast Controller supports 0-10V, 1-10V, and 2-10V dimming per channel. Out- 
puts are equipped with a 10A relay for on / of controls and the buttons can provide manual control 
on switching and dimming. Control types include both input and output, so, absorbing and output 
ballast types can be connected to this module. 


Interra KNX Ballast Controller - 6 Channel 10A (0/1-10V DC) 
Product Code | Dimensions (WxHxD)| Notes 


ITR500- | 144x 90 x 66 mm | Requires professional KNX installation 
0001 


Technical Details 


Dimming Output: 24 mA @ 0-10 V DC 


— i Channel Current: 10 A @ 220-250 V AC 


SInterra KNX System Components 


“KNA Power Supply Series 


Interra KNX Power Supply 160 mA Aux. Voltage 30V DC 


Product Code | Dimensions (WxHxD)| Notes 


ITR900-011 d 70 x 90 x 66 mm | Requires professionol KNX instollotion 


Technical Details 


Power Consumption (Max): 21 W Nominal Current (Total): 160 mA 
Power Consumption (Typical): 6.6 W Nominal Voltage: 30V DC 


Interra KNX Power Supply 320 mA Aux. Voltage 30V DC 


Product | Dimensions (WxHxD)| Notes 
Code 


ITR900-0132 | 70 x 90 x66 mm | Requires professional KNX installation 


Technical Details 


Power Consumption (Ma Nominal Current (Total 


Power Consumption (Typical): 12.5 W Nominal Voltage: 30V DC 


Interra KNX Power Supply 640 mA Aux. Voltage 30V DC 


Product Dimensions (WxHxD) Notes 
Code 


ITR900-0164 | 70 x 90 x 66 mm | Requires professional KNX installation 


Technical Detail 


5 үү Nominal Current (Total): 640 mA 
Power Consumption (Typical): 24 W Nominal Voltage: 30V DC 


Power Consumption (Max): 


Interra KNX Multi-Power Supply 160 mA + 12У DC 
Product Code | Dimensions (WxHxD)| Notes 


ITR9 11-0016 | 70 x 90 x 66mm | Requires professional KNX installation 


Technical Details 


18 w Nominal Current (Total): 160 mA / 1.67A 
Power Consumption (Typical): 31.3 W Nominal Voltage: 30V / 12V DC 


Power Consumption (Max): 
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\Interra KNX System Components 


SMART TECHNOLOGY SOLUTIONS 


Other KNX System Components 


Interra KNX - IP Router 


Product | Dimensions (WxHxD)| Notes 
Code 


ІТЕ902-0001 | 90 x 36 x 71 mm | Requires professional KNX installation 


Interra KNX - IP Interface 
Product Code | Dimensions (WxHxD)| ^ Notes 


118902- [90 x 36 x 71mm Requires professional KNX installation 
0004 
Interra KNX Line Coupler 
Product Code Dimensions (WxHxD)| Notes 
ITR901- 90 x 36 x 7l mm Requires professional KNX installation 
0002 

1 

3 Interra КМХ USB Interface 
Product Code Dimensions (WxHxD)| Notes 
ITR901- | 90 x 36 x 71mm | Requires professionol K NX instollotion 
0003 
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“Interra KNX Sensors & Detectors 


C 
= 


ГА? 


*uInterra KNX Sensors & Detectors 


SMART TECHNOLOGY SOLUTIONS 


"Presence & Motion Sensors “Interra KNX Motion Sensor Detection Ranges 


А unique combination of safety, efciency, and 
comfort with the thinnest design in its class. With 


"pg 
4... 


2 
the new Interra KNX Sensor series, functions like 1 e 
energy and lighting management, heating, and air KNX High-Bay KNX High-Bay+ 
2 conditioning іп indoor spaces сап be integrated Motion Sensor Motion Sensor 


into building automation systems in an innovative 
and reliable way. 


Interra KNX Presence & Motion Sensors are multi- 
functional devices suitable for indoor vsage with 
multiple-range detection capability from llm to 
48m and 2 color options. 


Virtual Card Holder _ All in One Wide Options 

Interra KNX Presence 8 Interra KNX Presence 8 Interra KNX Presence 8 

Motion Sensors have an integ- Motion Sensors has Presen- [жос sensors have 5 

rated Virtual Card Holder ce, Brightness, Movement, diferent types, 2 color 
function for hotel applications. It provides Internal and External Temperature Detecti- options, and diferent range options for 


an hotel applications. If provides an excep- оп features, 4 Independently Configurable specific project needs from 11m to 48m 
tional guest experience and increases the — Presence Channels for Constant Control reliable and comprehensive detection 
eficiency of energy management. Application. range. 


\ Interra KNX Motion Sensors 


Technology: Passive Infrared 
Installation: Indoor 

Mounting Height: 4 m - 15m 

Current Consumption: 5 mA 
Brightness Detection: 1-1200 lux 
Inputs: 2 Digital & 1 Analog Input 
Max. Air Humidity: % 90 RH 
Pollution Degree: 2 

Flush Mount Protection Type: IP 20 
Surface Mount Protection Type: IP 44 


‘\Interra КМ resence Sensors 


Technology: Passive Infrared 
Installation: Indoor 

Mounting Height: 2.5m- 4m 
Current Consumption: 5 mA 
Brightness Detection: 1-1200 lux 
Inputs: 2 Digital & 1 Analog Input 
Max. Air Humidity: % 90 RH 
Pollution Degree: 2 

Flush Mount Protection Type: IP 20 
Surface Mount Protection Type: IP 44 


^i Interra KNX Presence Sensor Detection Ranges 


KNX Mid-Range KNX Mid-Range+ 
Presence Sensor Presence Sensor 


KNX Wide-Range 
Presence Sensor 
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*ilnterra KNX Sensors & Detectors 


^iInterra KNX Presence Sensor Series 


KNX Mid-Range Presence Sensor- White 


Product Code | Dimensions (<Р xH) | Notes 


ITR415-0001 | 70 x 418mm | Requires professional KNX 


KNX Mid-Range+Presence Sensor - White 


installation 


Product Code | Dimensions (<PxH) | Notes 

ITR415- 70 x 418 mm Requires professional KNX installation 
0002 

KNX Wide-Range Presence Sensor - White 

Product Code | Dimensions («P x H) Notes 

ITR415- 70 x 418mm Requires professional KNX installation 
0003 

KNX Mid-Range Presence Sensor - Black 

Product Code | Dimensions (<РхН) | Notes 

ITR415-0101 | 70 x 41,8 mm Requires professional KNX installation 
KNX Mid-Range+Presence Sensor - Black 

Product Code | Dimensions («P x H) Notes 

ITR415-0102| 70 x 41,8 mm Requires professional KNX installation 
KNX Wide-Range Presence Sensor - Black 

Product Code | Dimensions («P x H) Notes 

ITR415-0103 | 70 x 41,8 mm Requires professional KNX installation 
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*ilnterra KNX Sensors & Detectors 


SMART TECHNOLOGY SOLUTIONS 


“Outdoor Type KNX Motion Sensor Series 


Outdoor KNX Movable Motion Sensor - White 


Product | Dimensions (WxHxD)| Notes 


e` = Code 
e ITR410-0003 ka Mount: 150х84х90 For ceiling mounting 166x111x90 mm 


‘KNX Microwave Sensor Series 


KNX Indoor Microwave Sensor Ceiling Mount - White 


Product Code | Dimensions (<PxH) | Notes 


ITR41 1-0001 | 84.5 x 32 mm | Requires professional K NX installation 
- 
E \ KNX Outdoor Microwave Sensor Wall Mount - White 
d Product Code | Dimensions (WxHxD)| Notes 
| ITR411-0002| 126 x78 x 14 тт | Requires professional KNX installation 


“KNA Water Flood Detector Series 


% KNX Water Flood Detector 
Product Code] Dimensions (WxHxD)| Notes 
ITRA401- | 55 x 881 x 21.6 mm | Requires professional KNX installation 
0001 
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*Interra KNX Weather Station GPS 


Extra intelligence for your home 


Interra Weather Station lets your smart home 
system knows the external weather situations such 
as brightness and location of the sun, wind, rain, and 
temperature to determine the building management 
processes as your wish. According to all this infor- 
mation, your home can control itself by deciding the 
level of the blinds, jalousies, or lights. Even it may 
open the windows before running the HVAC system 
if the weather is too hot inside or it may close the 
awnings in strong winds or may close the skylights 
and fanlights when the rain starts. 


Let your 


home 
decide 
everything 


for you! 


It takes into account 
the shadow cast by 
the roof overhang and 
knows theshadow 
edge. 


shade of the frees 


Interra KNX Weather Station GPS - White 


Product Code | Dimensions (WxHxD) Notes 
ITR402- | 96 x 77 x 118 mm | Requires professional KNX installation 
0001 
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“Interra KNX / AC Gateways 


* Reliable Integration for ACs 


In recent years, with substantial growth rates, 
Interra has managed to be one of the most 
popular KNX-based home automation brands 
globally. In 2020, Interra started its first 
attempt to integrate air conditioning units into 
the KNX to increase the energy eficiency and 
capabilities of smart buildings. Thanks to Inter- 
ro's collaboration with air conditioning manufa- 
cturers to ensure to keep the right compatibi- 
lity with their AC units, Interra succeeded to 
create reliable and trusted KNX gateway units 
for major international brands. 


Unique HVAC Solutions for KNX Professionals 


РТ 
Et - 
n 

4 | 


Bi-directional 
Communication 


Interra KNX / AC Gateways 
provide complete bi-directional 
integration of air conditioners 
with KNX bus. Get or send 
information to the AC units to 
control and monitor them from 
the KNX bus. 


ki 


Approved Reliability 


Interra AC Gateways are develo- 
ped with the collaboration of 
manufacturers to ensure to keep 
the right compatibility with their 
AC units. Interra has special 
agreements with some AC manu- 
facturers where they are the 
exclusive distributors of Interra 
AC / KNX Gateways in their 
regions. 


Trusted by KNX 
Professionals 


Interra is one of the most popular 
KNX brands in the world and is 
trusted by more than 430 KNX 
integrators only in 2021. Interra 
sold more than 200.000 units of 
actively used KNX / AC 
Gateways. 


ma 2? 
More features Бу KNX 
# Mobile Control 

* Energy Consumption & Savings 

° Air Quality Monitoring* 


* Personalized / Timer Scenarios 


* Energy Monitoring 


SMART TECHNOLOGY SOLUTIONS 


Optimal Energy 
Eficiency 


HVAC systems are the biggest 
part of the energy costs in 
buildings. Interra AC Gateway 
units provide smart scenarios 
and special modes for your 
needs to keep your energy 
usage at optimal levels. 


Easy to Setup 

With Interra AC / KNX Gateways’ 
minimalistic design, it is very easy 
to implement, hide and connect 
to any air conditioner unit. 
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‘Interra KNX / AC Gateways \Interra KNX / AC Gateways 


SMART TECHNOLOGY SOLUTIONS 


SEnergy-saver and Comfortable Scenarios KNX / AC Gateways Series 


Interra AC / KNX Gateways have a very easy installation and can be installed into the AC indoor unit or a 
proper location away from the air conditioners. Its one side is connected directly to the electronic circuit 


of the AC indoor unit and on the other side directly to the KNX bus. It allows you to create energy-saver Mitsubishi Electric AC - KNX Gateway - Indoor Unit Type 
and comfortable scenarios. & s= Т = 
Si ` Product Code | Dimensions (WxHxD)| Notes 


LII ЕЗ ITR830- 88 x 62 x 27 mm Frames & Mounting Boxes ore not 
included. 


9 С 
88тт 


Daikin Split AC - KNX Gateway - Indoor Unit Туре 


Product Code | Dimensions (WxHxD) Notes 


ITR830- 88 x 62 x 27 mm Frames & Mounting Boxes are not 
included. 


Air Conditioner Unit 


КЕЯ! 
marene tanen (| 
du 


эш A 


=> 
— Daikin Sky & VRV AC - KNX Gateway - Indoor Unit Type 
Î 1 t | ken Tr | Product Code | Dimensions (WxHxD)| Notes 


© П = SI - 0003 
KNX KNX KNX Timer KNX Touch Mobile KNX Window 
Thermostat Switch Switch Panel Control Sensors & Detectors Contact 


ITR830- 88 x 62 x 27 mm Frames & Mounting Boxes are not 
included. 


mem Mitsubishi Heavy AC - KNX Gateway - Indoor Unit Type 
Р DAIKIN, Y DAIKIN: e@ LG J. mumsuersin EAT DD DemirDöküm : = Product Code | Dimensions (WxHxD) Notes 
Фбоскве.- @GR€€.. VIESMANN Vaillant a TOSHIBA : EEN Ee 


warce/t € BOSCH VESTEL Oidea 


Samsung AC - KNX Gateway - Indoor Unit Type 
Product Code | Dimensions (WxHxD)| Notes 


ITR830- 88 x 62 x 27 mm Frames & Mounting Boxes are not 
0501 included. 


Samsung AC - KNX Gateway 4 Channel - Indoor Unit Type 


Product Code | Dimensions (WxHxD)| Notes 


ITR830- 88 x 62 x 27 mm Frames & Mounting Boxes are not 
0504 included. 
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— “9 
\Interra KNX / DALI Gateways KNX 


SMART TECHNOLOGY SOLUTIONS 


All Benefits of DALI 


A uni lighti t h 
ЗА unique lighting atmosphere Technology on KNX 


with maximum flexibility! 


In addition to KNX building automation, DALI 
(Digital Addressable Lighting Interface) has 
become the most important lighting protocol 
in today's building management systems. With 
the Interra KNX / DALI Gateways, which 
support 1x64 and 2x64 channels, we bring 
together two of the world's most important 
building automation standards. 


Individual Lighting 
Control 

Combined Lighting Control and 

Emergency Lighting Functions 


Improved Energy Eficiency 


with Constant Lighting Control 
Flexible Lighting Experience 


DALI devices (ballasts, etc. ECGs) connected to with Lighting Groups 
the line are fed with the internal DALI power 
supply, and up to 2x64 DALI ballasts can be 
supported. With each DALI channel, 16 groups, 


16 scenarios, and 64 devices can be controlled. 


"een: 


In addition, independent emergency lighting 
according to EN 62386-202 is supported and 
emergency lighting tests (e.g. function and 
time test) can be triggered via the KNX line. 
Each DALI device can be controlled individual- 
ly, in a group, or broadcast control. 


= 


General Connection Diagram 


xÉ Z up to 64 devices 
` 2 
fi P = = 


Control Options Programming via ETS. Emergency Lighting 

Interra DALI Gateway supports up to 64 interra DALI Gateways can be Interra DALI Gateways provide control 

DALI devices per channel and has possi- commissioned viaETS without the for emergency lighting and has automat- 

bility to create up to 16 DALI groups per need for any extra software. Also, it ie (03:16 uud batter) tests tenemen DOT 73 
channel. If has options for individual, can provide commissioning by i s 

group and broadcast control. preserving the addressing of the gency lighting products. 


addressed areas. 


c > 


INTERRA шет 
. 


-—— | 


Fast Commissioning Remote Update Tunable White & RGB d w аш | 
Interra DALI Gateway has a quick and Interra DALI Gateways has a remote Interra DALI Gateways can control 
practical commissioning of repetitive software update function, so anytime a tunable white ballasts and provide RGB 
parametric structures with the template new software is released, you can control option. 
structure. upgrade your products. 
A ТӨ). @ P. 
Fault Check Integrated DALI PSU Manual Control 
Interra DALI Gateway can detect the With ils integrated DALI Power Supply, Interra DALI Gateways can be controlled 
defective ballast and lightings in the Interra DALI Gateway feed the DALI manualy with its LCD screen and 


projects. lines. buttons. 
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\Interra KNX / DALI Gateways \Іпіегга KNX Gateways 


SMART TECHNOLOGY SOLUTIONS 


KNX / DALI Gateway Series “Other KNX Gateway Series 


KNX DMX Gateway 
Product Code | Dimensions (WxHxD)| Notes 


ұмтыла. Interra КМХ - DALI Gateway w/ Ethernet (1х64 DALI) 


Product Code| Dimensions (WxHxD) Notes 


' ITR831-0001| 90 x 72 x 66 mm | Requires professional KNX installation 
ITR832-0001 70x90 x 64.5 mm Requires professional KNX installation 


Technical Details 


KNX Line Current Con.: 13 mA Power Consumption: 6 W 
DALI Line Current Con.: 1x 250 mA DALI Voltage: Typical 19 V DC 


Interra KNX - DALI Gateway w/ Ethernet (2x64 DALI) Interra KNX / IR Gateway 


= Product | Dimensions (WxHxD)| Notes 

Product Code] Dimensions (WxHxD)| ^ Notes cada 

ITR832- 70x90 x 64.5 Sail Requires professionol K NX instollotion ITR420-0001 | 45 x 45 x 16mm | Requires professionol K NX instollotion 
0002 


Technical Details 


Transmitting Wave Frequency: 38 Khz Emitting Distance: 7 m 


KNX Line Current Con.: 13 mA Power Consumption: 13 W 
DALI Line Current Con.: 1x 250 mA DALI Voltage: Typical 19 V DC 


Interra KNX / DALI Gateway (1x64 DALI) 


Product Code] Dimensions (WxHxD)| Notes 


ITR832-0011| 70 x 90 x 64.5 mm Requires professional KNX installation 


Technical Details 


KNX Line Current Con.: 13 mA Power Consumption: 6 W 
DALI Line Current Con.: 1x 250 mA DALI Voltage: Typical 19 V DC 


Interra KNX / DALI Gateway (2x64 DALI) 
Product Code) Dimen: 


ns(WxHxD) Notes 


ITR832- 
0012 


Technical Details 


70x90 x 64.5 Ed Requires professional KNX installation 


KNX Line Current Con.: 13 mA Power Consumption: 13 W 
DALI Line Current Con.: 1x 250 mA DALI Voltage: Typical 19 V DC 


‘\Interra Smart Building Servers 


*3iInterra KNX Input Modules 


SMART TECHNOLOGY SOLUTIONS 


“Make It Smarter with Interra Servers 


Interra has a big range of smart home servers to improve comfort and manage and monitor living spaces 
easily. Smart building servers are the heart of asmart building that can create complex logic, monitors ever- 
ything going on, and manages the whole building from a central place and report it to you. Interra servers 
ofer extra features for smart buildings from IP control to SIP management. 


f 4 KNX Binary Input - 2 Channel 
SE E Product Code | Dimensions (WxHxD)| Notes [Кериге Ses 


‘KNX Input Module Series 


ITR102- | 40 x 10x 40 mm | Requires professional KNX installation 
0000 


Elevator Control Server 


IP Control 
KNX Binary Input - 4 Channel 


Product Code | Dimensions (WxHxD)| Notes 


ITR104- | 40 x 10x 40 mm | Requires professional KNX installation 
0000 


KNX Binary Input - 6 Channel 


Product Code | Dimensions (WxHxD)| Notes 


0000 


KNX Binary Input - 8 Channel 


Product Code | Dimensions (WxHxD)| Notes 


ITR108- | 40 x 10x 40 mm | Requires professional K NX installation 
0000 


i ITR106- | 40 x 10x 40 mm | Requires professional KNX installation 


encier¥e Server 


KNX Binary Input Module - 12 Channel 


Product Code | Dimensions (WxHxD)| Notes 


ITR112- | 90 x 36 x 7i mm | Requires professional K NX installation 
0000 


E 
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“Ілгегга Smart Building Servers 


“Smart Building Server Series 


Interra KNX Concierge Server 


Product Code | Dimensions (WxHxD)| Notes 


ITR820- 170x 65 x 90 mm Requires professional software 
0001 installation 


Interra KNX IP Control 


Product Code | Dimensions (WxHxD)| Notes 


Kaes 


à ITR850- 144 x 90 x 64.5 mm Requires professional software 


0001 installation 


. — Interra KNX Home Server 
= — Product Code | Dimensions (WxHxD)] Notes 
ITR800- 170 х 65 x 90 mm Requires professional software 
0001 installation 
P Interra KNX SIP Server 


Product Code | Dimensions (WxHxD)| Notes 


ITR810- 170x 65 x 90 mm Requires professional software 
installation 


Interra KNX Elevator Control Server 


Product Code | Dimensions (WxHxD)| Notes 


118860- | 170x 65x 90 mm Requires professional software 
— 0002 installation 
7 mmm  Interra KNX iNode Logic Server 


Product Code | Dimensions (WxHxD)| Notes 


ITR870- 170x 65 x 90 mm Requires professional software 
0001 installation 
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*iInterra KNX DND / MUR Modules 


‘KNX DND / MUR Module Series 


JNTERRA 
2008 Interra KNX DND Module - Plexiglass 
Product Code] Dimensions (WxHxD)| Notes 
e ITR630- | 103 x 179 x 33 mm | Customizable logo, font, and up to 3 
0003 icons. 


2008 


@ ITR430- | 103 x 179 x 33 mm | Customizable logo, font, and up to 3 


Interra KNX DND - Glass 
Product Code | Dimensions (WxHxD) Notes 


0005 icons. 


KNX DND Flush Mounting Box 


Product | Dimensions Notes 
Code (WxHxDx<P) 
MRI65-9004 | 145x 50x 96 x 72 Standard 2 Gang Hollow Wall Box 
mm 


SMART TECHNOLOGY SOLUTIONS 


'INTERRA 


= SMARTTECHNOLOGY SOLUTIONS 


Interra 
Interra 4- 7" KNX Touch Panel Гу апе Just Touch Pure Touch Interra iCantrol Indoor Intercom Monitors Interra iControl Outdoor Video Stations zi 


E 


“Interra iSwitch Series 


Black Aluminium Bronze Aluminium Gold Aluminium. White Piast Matt White Plast Jet Black Piast 122 Metalic ам Plastic 


Gola Aluminium Natural Aluminium Black Aluminium Bron Aum зав) 
“Interra Smart Building Servers “Interra KNX System Components *ilnterra KNX Sensors and Detectors 
Home Server viera Server SiP server Cen TANI Kana iNode Lea Server IP сотої Power Say Шие Скок IPRouter ` Etgen USB Iren NA nid orga ag: ГЭ не 
oo хо» аю i 
26/74» 157555052 БЕТІ ENCTIIIT =N 75257775 S EI =| E = m m = = 
` = = = - = = m шш - е = 
*ilnterra KNX Combo Actuators “KNX Dimmer Actuators ЗЕІО Modules “KNX Gateways & Binary Inputs 
асн тен zoen KNX Universal Dimmer КМ Ballast Controller асн асн ir ` eu eler: оо (euer: оо KNK/ DALI бават 4 А 4 
a = » D om 
` ==; > 
Wues Jl - теле D e ш ED 
weather Sha WË En MI e = Detector 
m sach zem ` KNX/ IR onec [ 
саты 1 Se 
гс EE 
^unterra KNX AC Gateways 
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5 100% Project Solution with One Brand 
Complementary Smart Building Products by Interra 


CECR) 


Video Outdoor Stations Video Outdoor Stations Video Outdoor Stations Villa Type Intercoms 


Villa Type Intercoms SIP Management Center EIO Modules 
KNX Blind Motors Window Openers KNX Jalousi Motors Control Valves 
(BXD) 
EU Type UK Type Universal 
Switch & Sockets Switch & Sockets Switch & Sockets 


For more products and information please visit interratechnology.com 
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Multi-room Auido 


DENON AVR-X1700H 


7.2ch 8K AV receiver with 3D audio, voice control, and HEOS Built-in 


Powering 145W per channel, the Denon AVR-X1700H 7.2 channel 8K AV receiver supports the latest in 3D audio formats, including Dolby Atmos*, 
Dolby Atmos Height Virtualization Technology, DTS:X*, and DTS Virtual:X™. It features the latest HDMI specifications such as 8K/60Hz, select 
4K/120Hz pass-through, VRR, ALLM, Dolby Vision™, HDR10+, and eARC support. With HEOS* Built-in, stream music wirelessly from Spotify”, 
Amazon Music HD, TIDAL, Deezer, and more. Works with Amazon Alexa, Google Assistant, and Apple Siri for seamless voice control. 


Өс @ 


А 
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Homi 


alexa 
a 


works 
with | — 


(Q Apple AirPlay 


D€ Dolby 


VISION 


Denon Sound 
Signature 
Impeccable sound engineering 


with carefully selected and 
rigorously tested Hi-Fi parts. 


Versatile Disc 
Playback 


The CEOL N11DAB plays music 
CDs and can also play data CDs, 
including CD-R and CD-RW discs 
with MP3 and WAV audio tracks. 


11 
HEOS 


Stream Music 
With HEOS Built- 
in 
Enjoy Spotify, Amazon Music 
HD, TIDAL, Tuneln, Deezer and 


more via Wi-Fi, AirPlay 2 or 
Bluetooth Connection. 


SMART TECHNOLOGY SOLUTIONS 


Multiroom ready 


The CEOL N11DAB is part of the 
HEOS wireless multi-room sound 
system that enables you to enjoy 
your favourite music anywhere 
and everywhere around your 


home. 
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opolk 


Polk Audio is an American manufacturer of 
audio products best known for its home and 
automobile speakers. The company also 
produces a wide range of 

other audio products, 

Polk celebrates 50 years of innovation 


60w two way speaker ohm 
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Popularity Statistics of Security Camera Brands, Q1-Q3 2022 


VISION 


Contents 


EasylP Overview 
EasylP Family 


EasylP 4.0 Solution 


HIKVISION 


EasyIP Timeline 


Ld 


2012 ЕавуР 1.0 "o 
° 2МР 7 
* H.264 codec E 
," 2014 EasylP 2.0 
Зээ WE e 4 MP/2 MP 
120dB WDR 


H.264+ codec 


vas pm vn 
w = — эь 
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2018 EasyIP 1.0+ “LY 
e 


2017 Еа5уР 3.0 af 
-14K ¿2018 EasyiP 4.0 
|... Powered by DarkFighter ,^ » AcuSense &ColorVu 
e H.265+ codec 7: e 4МР/2МР 
° 5/6УСА 4 ° 120dB WDR 
54 * Powered by DarkFighter 
~] ie м » H.265+ codec 
e 5/6 VCA 
2017 EasylP 2.0+ 


Hik-connect service 


EasyIP Upgrade 


2012 
DS-2CD2XXO Series 
2МР . 

H264 . 

DWDR . 

IR e 


2018 


DS-2CD2XX1 Series 


120dB True WDR 
Powered by DarkFighter (box only) 
H.265+/H.265/H.264+/H.264 


DS-2CD2XX2 Series 


120dB True WDR œ 


Hik-connect service 
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2017 


A 


. EasylIP 


2.0 


DS-2CD2XX3 Series 


4K 

120dB True WDR 
Powered by DarkFighter 
H.2654 

3 VCA 
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EasyIP Family 


EasylP 1.0+ IPC DS-2CD2xx1 
EasylP 2.0+ IPC DS-2CD2xx3 


IPC DS-2CD2xx5 


PTZ DS-2DExxxx 


AcuSense IPC DS-2CD2xx6 


AcuSense NVR DS-7xxxNXI 


EasylP 3.0 


EasylP 4.0 


ColorVu IPC DS-2CD2xx7 
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EasyIP 1.0+ & 2.0+ Features 


2 
EasylP 1.0+ нь © e 
Network Camera Megapixel e» e 


2 MP 120 dB True WDR H.265+ 2 VCA 


Powered by 


Up to 4K 120 dB True WDR H.265+ 3VCA DarkFighter 


EasylP 2.0+ 
Network Camera 
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EasyIP 3.0 Features 


EasylP 3.0 
Network Camera 
120 dB Powered by 5— 6 VCA 
True WDR  DarkFighter H.265+ (from V5.5.51) 
EasylP 3.0 
Network PTZ 
120 dB Powered by Auto Trackin 
4 MP True WDR — DarkFighter H.2654 LIES 


none IR series only) 


Powered by DarkFighter 


АМР Normal 


4 MP conventional 


8 MP conventional 


Better color 
images in low 
light 
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4MP powered by DarkFighter 


4 MP Powered by DarkFighter 


22% 


к L SH 
d TN $ ELA мин л, 


a (ч š 


8 MP Powered by DarkFighter 
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True WDR 


True WDR 


Clearer 
presentation with 2 
A sirong backlight 7 


WDR off, photo by EasyIP 2.0+/3.0 2MP Camera WDR on, photo by EasylP 2.0+/3.0 2MP Camera 


H.265+ 


H.265+ 


More savings 
on bandwidth 
and storage 


Long-term Bitrate 
Control 

Noise Suppression 
Predictive Encoding 


24-hour Recording File Size (GB) by 


H.264, H.265 and H.265+ 


H.264 


H.265 


ы Daytime m Nighttime 
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H.265 


JL 
GER:  20Mb broadband network ш В w: “. “. "Ээ 4 a Te 4. 


e 2MP Camera 8 pcs 2MP cameras 5TB HDDS 


H.264 


H.265 


20 cameras 


Н265» Wawa H.265+ 


Еа5уР 1.0+ 
Network Camera 
EasylP 2.0+ 
Network Camera 
EasylP 3.0/4.0 
Network Camera 
EasylP 3.0 
Network PTZ 


Line crossing 
detection 


B. 


Intrusion 
detection 


VCA 


More VCA 
functions, a 


Mismat \ 
3 ah 


Scene change 
detection (from 


V5.5.51) 
E ai 
L el el 2 
Ғасе Unattended Objectremoval Region 
detection baggage detection detection Entrance 
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Region 
Exiting 


EasyIP 4.0 Features 
yy 


cuSense 


Accurate Sense, the intelligent 
analysis technology based on 
deep learning algorithm improves 
efficiency of monitoring and 
searching. 


EasylP 4.0 | 


AcuSense IPC & NVR 
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ColorVu 


Colorful view, the 24/7 
chromatic imaging technology 
improves video surveillance 
quality. 


ColorVu IPC 


EasylP 4.0 Solution 


НІК VISION 
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» 989, 
“><. 


Security surveillance Frequent false alarms Massive data 
scenarios People and Other objects Resources are 
vehicle wasted 
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Targets Classification 


Ө © 


Нитап 


ў 


Conventional 
IP Device 
Others 


VCArules are triggered by targets Targets classification by AcuSense devices 
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False Alarm Filter 


= штээ Ser 


777 = 
* False Alarm Filter ` Yer A 


i | ' 
Human & vehicle targets detected | » eA 1 Norm 


efficiently. 
3 = 
objects (animal, leaf, light, rain, etc.) 


The interference caused by other 
can be eliminated efficiently. i au 


Targets classification False Alarm Filtered by AcuSense Devices 


AcuSense Camera & NVR 


Demonstration — False Alarm Filter 


Picture 


^^ ivMS-4200 
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Compared with conventional CCTV system, 
AcuSense system can filter out nearly 8095- 
9096 false alarm events. 


v 


A 
D 
a: 
„Ө 
су” 
| 
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Quick Target Search 


° Quick Target Search 


| Human Target Search & Vehicle Target Search ` 
» i (Supported by Hikvision AcuSense NVRs 
i integrated with AcuSense technology) 


Targets classification Human Target Search & Vehicle Target Search 


emonstration - 


Task Configuration Engine Configuration 
2423 Enabled Disabled 
Camera No. ra Name 
p IPCamera 01 
02 IPCamera 02 
оз IPCamera 03 
о IPCamera 04 
05 IPCamera 05 
06 IPCamera 06 
07 IPCamera 07 
ре IPCamera 08 
оз IPCamera 09 
ою IPCamera 10 
ои IPCamera 11 
012 IPCamera 12 
013 IPCamera 13 
ом IPCamera 14 
015 IPCamera 15 
ов IPCamera 16 
017 IPCamera 17 
D18 їРСатега 18 
Dia IPCamera 19 


Analysis Mode 
Picture Recognitio. 
Picture Recognitio. 
Picture Recognitio, 
Picture Recognitio. 
Picture Recognilio. 
Picture Recognitio. 
Picture Recognitio 
Picture Recognitio. 
Picture Recognitio. 
Picture Recognitio. 
Picture Recognilio. 
Picture Recognitio, 
Picture Recognitio. 
Picture Recognitio. 
Picture Recognitio 
Picture Recognitio. 
Picture Recognitio. 
Picture Recognitio. 


Picture Recognitio. 


uick Target Searc 


Star Time 


03- 
03 


0+ 


23 


D 
03- 


0з- 


os 


03 


о>. 


5- 


03 


12-2018 16:54:51 


018 16:54:51 
-2018 16:54:51 
12-2018 16:54:51 
12-2018 16:54:51 


12-2018 16:54:51 


2018 16:54:51 
2-2018 16:54:51 
12-2018 16:54:51 
12-2018 16:54:51 
2018 16:54:51 
-2018 16:54:51 
12-2018 16:54:51 
-2018 16:54:51 
-2018 16:54:51 
2-2018 16:54:51 
12-2018 16:54:51 
12-2018 16:54:51 


-2018 16:54:51 


Status 
Disable 
Disable 


Disable 


Disabie 


Disable 
Disable 
Disabie 
Disable 
Disable 
Disable 
Disable 
Disable 


Disable 
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False Alarm Filter ES 


Progress 


View Record 
View Record 
View Record 
View Record 
04-19-2018 102827 
View Record 
View Record 
View Record 
View Record 
View Record 
View Record 


View Record 


pen Accurate Locating 


View Record 


215 Human & Vehicle 


View Record 


View Record 


Highly-efficient Search 


5 


ігоһе light & Audio Alarm 


Select AcuSense cameras support 
Strobe light & audio alarm 


v 


Bait Light for a unconscious Glance 


v 


Facial Information as evidence 
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HIKVISION 


0:25... 
Shots N ; 


EasylP 4.0 Solution 


ColorVu Camera ё 


| 


= E 


p __ d 
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Why? 


Crimes often happen at night. 
Тоо dark to see anything...... 


Up to now, EasylP 3.0 has supported 
powered by DarkFighter technology. 


Better Effect image in the evening! 


But still need IR LED, represent black 
and white image at the dark night. 


No details. No Colors. 


ColorVu IP Camera 


1. Large aperture 


2. Advanced Sensor 
More light, brighter — 


images. Higher utilization of light, 
= = ML more light enter sensor 
2005 (4 МР 1/1.8” Sensor) 
e 


Conventional Camera 


me 4417, 
— (G 2005 
Ə 


Powered by DarkFighter SW 


= SEI ұс 


ColorVu Camera 


3. Warm-light 


Not dazzling 


4X amount of light of conventional camera, 2.56X 
amount of light of powered by DarkFighter 
camera. 


ColorVu Camera (warm-light switch 
on) 
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Test Environment: Outdoor 
Test Time: 20:00 


05-15-2018 Tue 19:52:40 


EE 


4MP Normal 


4MP ColorUu 


4MP Conventional Camera 4MP ColorVu Camera 
(Supplement Light ) (Supplement Light ) 
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Powered by DarkFighter 
Camera 
(IR LED switch on) 


ColorVu Camera 
(warm-light switch on) 


Conventional Camera 
(IR LED sw ) 
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Product Showcase 


AcuSense Camera 21 series dome 23 series turret 2T series bullet 26 series VF bullet 27 series VF dome 


| DS-2CD2146G1-(S) ps-2cp2346G1-| DS-2CD2T46G1-21/41 _DS-2CD2646G1-IZ(S) DS-2CD2746G11Z(S) 


(4/2 MP) | 
| DS-2CD2126G1-I(S) Ds-2cD2326G1-1 05-2С02т2601-21/41 DS-2CD2626G1-IZ(S) р8-2С0272661-1 (8) 


2Т series bullet 
(Support strobe-light and audio 
alarm) 
DS-2CD2346G1-ISL DS-2CD2T46G1-41/SL 


(4/2 MP) | 6 
| DS-2CD2320G1-I/SL DS-2CD2T26G1-41/SL 


23 series turret 


AcuSense Camera with 
(Support strobe-light and audio alarm) 


Strobe-light & Audio Alarm 


Product Showcase 


Lee T... O T T... aa a aja janaka aa aa aaa T 


ColorVu Camera 


(4/2 MP) 


ши A 


DS-7608NXI-I2(/8Py/4S 
DS-7616N Xl-i2(16P)/4S 
DS-7632NXI-I2(/16P)/4S 


23 series turret 


DS-2CD2347 G1-L(U) 
DS-2CD2327 G1-L(U) 


ке. „ 


08-7716ЇМХ1-4(16Р)45 
DS-7732NXI-I4(16P)/4S 


2T series bullet 


DS-2CD2T4/G1-L 
DS-2CD2T2/G1-L 
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Recommended System 


False alarm filter False alarm filter Fal | filt ColorVu 
Quick target search Quick target search J. SE с pud False alarm filter 
(All channels) (Key positions) (Key positions) Quick target search 
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GRANDSTREAM 


COWNECTIANAG THE WORLD 


Our Mission and Values 


Grandstream has been connecting the world since 2002. The Grandstream names means quality, innovation and reliability as we have been manufacturing 
cutting-edge IP unified communications products for almost 20 years with the main focus of maximizing business productivity, efficiency and 
communication. Grandstream's wide-range of products help to connect businesses around the world while allowing them to accomplish more than ever 


before. 


9) 
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Quality Reliability Innovation 


м GRANDSTREAM 


CONNECTING THE WORLD 
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Ch са E heb 


| Gigabit | | meters | 
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~ GRANDSTREAM 


THE WORLD 


Outdoor Long-Range Wi-Fi 6 Access Point 
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2N IP SOLO 


A compact IP intercom that would be a great addition to your smart 
home entrance. Despite that it has only one fitted button, it can 
astonish by a hidden HD camera, multiple functionalities including calls 
to your smart phone, and easy integration into an existing home 
automation system. Available also in black. 


> Makes the entrance part of any Smart Home 
> Sharp video day and night 
> Stylish and durable 
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2N INDOOR TOUCH 2.0 


> Durable 7“ HD touch screen 
> Integration with home automation systems 


> Attractive, award-winning design 


reddot award 2017 


winner 


PN 
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Contact: 


0 Qatar Free Zones 


© Mob: (+2) 01097966040 
(+974) 33572278 
(+974) 77870306 


omar @st-solutions.net 
mohamed.mobarak @st- 
solutions.net 


A 


